Brief comment text:

Hello! I'm writing enthusiastically to ask the FCC to refuse a proposal by NextNav Inc. to reallocate the thriving and active radio bands 902-928mHz for use as a redundant backup gps system. This band is used every day by hobbyists and enthusiasts seeking DIY and commercial solutions to text-based communication. Meshtastic is something every American should be able to access, and NextNav's proposal does not provide an alternative. Let's say NO to NextNav and YES to Meshtastic.

Thank you! 

Michael Kennedy
